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m COOPKSATIVX PCWSH HAHTS ~ Borba, Ho 39, 15 F # b 49 


Dubrovnik -• A cooperative electric power plant was put in operation 
in Ja nuary at Oilipi in Xbnavlje, and another will begin operation during 
Ternary in the Tillage of Sleao. The plant at Slano van begun 3 •» 

*??.*? ft turn worker# • eooperatire# . An abandoned motor -dr iron 

*■ J* 1 ®? "stored and will reoeire it# power from the new power plant, 
tte electrification cf a vacation ground for children and another for 
™^7*r“' for this Plant will supply the necessary electricity, will 

contribute greatly to expansion of the local tom-let business. 


CBQATIAI TOMB SUKJTHIFUD - Borba, Ho hi, 17 p#b h? 


o .JfJ’jfS' pt>V9r Plant tofurnlah electric lighting has been put in 
operation in the sret seat of tregrada in Croatia. The installation of the 
electric network oegan early in January. AU sret buildings hare now been 
eleotrlfled, and wort is continuing on other buildings. Four teen-agers 
voluntary 8 )*^ 7 * IM1 ° ** Za « rob are installing eqnijmwit on a 


Jl MACIDCBIA SLBOTRIPIhi - Borba, Ho 37, 13 Feb h 9 


. *M«trio lifting Ms been installed in 80 dwellings of the Tillage 
of Butin in Prllsp Sret in Macedonia. The current will be provided by a 
d^aao driven by a water turbine in the state mill in the village. 
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